370 


Author Index 


Journal of Chromatography 


Abadi, A. H., see Rutledge, D. R. 615(1993)111 

Abian, J., see Bioque, G. 615(1993)191 

Al Kabbani, J., see Bergqvist, Y. 615(1993)297 

Alvarez, J. G. and Ludmir, J. 
Semiautomated multisample analysis of amniotic fluid 
lipids by high-performance thin-layer chromatography— 
reflectance spectrodensitometry 615(1993)142 

Andersen, C., Balmér, K. and Lagerstrom, P.-O. 
Enantioselective assay of warfarin in blood plasma by 
liquid chromatography on Chiralcel OC 615(1993)159 

Anderson, D. J., see McConnell, J. P. 615(1993)67 

Asano, K., see Yamazaki, T. 615(1993)180 

Baker, G. B., see Coutts, R. T. 615(1993)265 

Bakes, D. M., Turner, N. D., Gordon, B. H., Hiley, M. P., 
Walther, B. and Lucas, C. 
Method for the analysis of $9788, a drug to reverse 
resistance to anticancer agents, in animal plasma and 
human plasma and serum by high-performance liquid 
chromatography with ultraviolet detection 615(1993)117 

Balmér, K., see Andersen, C. 615(1993)159 

Bartmann, M., see Bubser, M. 615(1993)339 

Basak, A., Yuan, X. W., Harris, R., Seidah, N. G. and 
Chrétien, M. 
Synthesis of the segment (11-23) located in the first 
tandem repeat of plasma kallikrein: comparative binding 
studies of this and another segment (328-343) to high- 
molecular-mass kininogen 615(1993)251 

Beaudreau, C. A., see Rutledge, D. R. 615(1993)111 

Beijnen, J. H., see Schellens, J. H. M. 615(1993)309 

Belpaire, F. M., see Rosseel, M. T. 615(1993)154 

Berggren Palme, I., see Bergqvist, Y. 615(1993)297 

Bergqvist, Y., Al Kabbani, J., Krysen, B., Berggren Palme, I. 
and Rombo, L. 
High-performance liquid chromatographic method for the 
simultaneous determination of mefloquine and its 
carboxylic metabolite in 100-1 capillary blood samples 
dried on paper 615(1993)297 

Bhat, R., see Wielbo, D. 615(1993)164 

Bioque, G., Abian, J., Bulbena, O., Rosello-Catafau, J. and 
Gelpi, E. 
Metabolism of N-phenyllinoleamide by rat liver 
615(1993)191 

Bitsch, F., Ma, W., Macdonald, F., Nieder, M. and 
Shackleton, C. H. L. 
Analysis of taxol and related diterpenoids from cell 
cultures by liquid chromatography-electrospray mass 
spectrometry 615(1993)273 

Blaschke, G., see Terefe, H. 615(1993)347 

Bonini, P. A., see Grazioli, V. 615(1993)59 

Borner, E., see Borner, K. 615(1993)174 

Borner, K., Borner, E. and Lode, H. 
Determination of a new cephalosporin, SCE-2787, in 
serum and urine by high-performance liquid 
chromatography 615(1993)174 

Bory, C., see Boulieu, R. 615(1993)352 

Botting. H. G., see Sarwar. G. 615(1993)1 


Boulieu, R., Lenoir, A. and Bory, C. 
High-performance liquid chromatographic determination 
of thiopurine metabolites of azathioprine in biological 
fluids 615(1993)352 

Bresson, M., see Rop, P. P. 615(1993)357 

Brinkman, U. A. T., see Steijger,O. M. 615(1993)97 

Brzin, J., see Popovic, T. 615(1993)243 

Bubser, M. and Bartmann, M. 
Effect of carbon in-line filters on catecholamine analysis 
by high-performance liquid chromatography with 
coulometric electrochemical detection 615(1993)339 

Bulbena, O., see Bioque, G. 615(1993)191 

Casari, E., see Grazioli, V. 615(1993)59 

Chari, G., see Wielbo, D. 615(1993)164 

Charles, B. G., see Chulavatnatol, S. 615(1993)91 

Cheng, F.-C., Kuo, J.-S., Shih, Y., Lai, J.-S., Ni, D.-R. and 
Chia, L.-G. 
Simultaneous measurement of serotonin, catecholamines 
and their metabolites in mouse brain homogenates by 
high-performance liquid chromatography with a 
microbore column and dual electrochemical detection 
615(1993)225 

Chia, L.-G., see Cheng, F.-C. 615(1993)225 

Choisy, H., see Trenque, T. 615(1993)343 

Chrétien, M., see Basak, A. 615(1993)251 

Chulavatnatol, S. and Charles, B. G. 
High-performance liquid chromatographic determination 
of amoxicillin in urine using solid-phase, ion-pair 
extraction and ultraviolet detection 615(1993)91 

Cordeiro, M. L., see McAdams, S. A. 615(1993)148 

Coutts, R. T., Su, P., Baker, G. B. and Daneshtalab, M. 
Metabolism of imipramine in vitro by isozyme CYP2D6 
expressed in a human cell line, and observations on 
metabolite stability 615(1993)265 

Cren, H., Lechevrel, C., Roussel, G., Lemoisson, E. and 
Goussard, J. 
Use of automated smoothing and deconvolution 
procedures for the determination of human breast cancer 
estrogen and progesterone receptor isoforms, after high- 
performance size-exclusion chromatography 615(1993)23 

Daneshtalab, M., see Coutts, R. T. 615(1993)265 

Doornbos, D. A., see Steijger, O. M. 615(1993)97 

Dorsey, J. G., see Zhao, Z. 615(1993)83 

Dratcu, L., see Keating, J. 615(1993)237 

Duché, J.-C., see Hervé, F. 615(1993)47 

Elder, R. C., see Zhao, Z. 615(1993)83 

Fischer, A. M., see Sinniger, V. 615(1993)215 

Fornaris, M., see Rop, P. P. 615(1993)357 

Gareil, P., Gramond, J. P. and Guyon, F. 
Separation and determination of warfarin enantiomers in 
human plasma samples by capillary zone electrophoresis 
using a methylated f-cyclodextrin-containing electrolyte 
615(1993)317 

Gelpi, E., see Bioque, G. 615(1993)191 

Gomas, E., see Hervé, F. 615(1993)47 

Gordon, B. H., see Bakes, D. M. 615(1993)117 

Goussard, J., see Cren, H. 615(1993)23 

Gramond, J. P.. see Gareil, P. 615(1993)317 


Author Index 


Grazioli, V., Casari, E., Murone, M. and Bonini, P. A. 
High-performance liquid chromatographic method for 
measuring hydroxylysine glycosides and their ratio in 
urine as a possible marker of human bone collagen 
breakdown 615(1993)59 

Grimaldi, F., see Rop, P. P. 615(1993)357 

Gulati, A., see Wielbo, D. 615(1993)164 

Guyon, F., see Gareil, P. 615(1993)317 

Haagsma, N., see Steenbaar, J.G. 615(1993)186 

Haagsma, N., Keegstra, J. R. and Scherpenisse, P. 
High-performance liquid chromatographic determination 
of spectinomycin in swine, calf and chicken plasma 
615(1993)289 

Hajee, C. A. J., see Steenbaar, J.G. 615(1993)186 

Harris, R., see Basak, A. 615(1993)251 

Herve, F., Gomas, E., Duché, J.-C. and Tillement, J.-P. 
Fractionation of the genetic variants of human «,-acid 


glycoprotein in the native form by chromatography on an 


immobilized copper(II) affinity adsorbent. Heterogeneity 
of the separate variants by isoelectrofocusing and by 
concanavalin A affinity chromatography 615(1993)47 

Hiley, M. P., see Bakes, D. M. 615(1993)117 

Hirabayashi, N., see Kataoka, H. 615(1993)197 

Hoffmann, G. F., see Meier-Augenstein, W. 615(1993)127 

Holmes, B., see Meier-Augenstein, W. 615(1993)127 

Holthuis, J. J. M., see Steijger,O. M. 615(1993)97 

HuSek, P. 
Long-chain fatty acids esterified by action of alkyl 
chloroformates and analysed by capillary gas 
chromatography 615(1993)334 

Ishikawa, T., see Yamazaki, T. 615(1993)180 

Jain, R. 
Simplified method for simultaneous determination of 
diazepam and its metabolites in urine by thin-layer 
chromatography and direct densitometry 615(1993)365 

Jones, J. L., see Meier-Augenstein, W. 615(1993)127 

Jozefonvicz, J., see Sinniger, V. 615(1993)215 

Kaliszan, A., see Kaliszan, R. 615(1993)281 

Kaliszan, R., Kaliszan, A. and Wainer, I. W. 
Prediction of drug binding to melanin using a melanin- 
based high-performance liquid chromatographic 
stationary phase and chemometric analysis of the 
chromatographic data 615(1993)281 

Kataoka, H., Hirabayashi, N. and Makita, M. 
Analysis of lipoic acid in biological samples by gas 
chromatography with flame photometric detection 
615(1993)197 

Kataoka, H., Nakai, K. and Makita, M. 
Identification of O-phosphoamino acids in urine 
hydrolysate by gas chromatography—mass spectrometry 
615(1993)136 

Keating, J., Dratcu, L., Lader, M. and Sherwood, R: A. 
Measurement of plasma serotonin by high-performance 
liquid chromatography with electrochemical detection as 
an index of the in vivo activity of fluvoxamine 
615(1993)237 

Keegstra, J. R., see Haagsma, N. 615(1993)289 

Kissinger, P. T., see Linhares, M. C. 615(1993)327 

Krysén, B., see Bergqvist, Y. 615(1993)297 

Kuehl, D. W., see Serrano, J. 615(1993)203 

Kuo, J.-S., see Cheng, F.-C. 615(1993)225 


Lader, M., see Keating, J. 615(1993)237 

Lagerstrom, P.-O., see Andersen, C. 615(1993)159 

Lai, J.-S., see Cheng, F.-C. 615(1993)225 

Lamiable, D., see Trenque, T. 615(1993)343 

Lechevrel, C., see Cren, H. 615(1993)23 

Lemoisson, E., see Cren, H. 615(1993)23 

Lenoir, A., see Boulieu, R. 615(1993)352 

Lewis, J. R. E., Morley, J. S. and Venn, R. F. 
Analysis of human f-endorphin 28-31 (melanotropin 
potentiating factor) and analogues by high-performance 
liquid chromatography of their 9- 
fluorenylmethoxycarbonyl derivatives 615(1993)37 

Liau, J.-K., see Yu, H.-Y. 615(1993)77 

Lingeman, H., see Steijger,O. M. 615(1993)97 

Linhares, M. C. and Kissinger, P. T. 
Pharmacokinetic studies using micellar electrokinetic 
capillary chromatography with in vivo capillary 
ultrafiltration probes 615(1993)327 

Lode, H., see Borner, K. 615(1993)174 

Loos, W., see Schellens, J. H. M. 615(1993)309 

Lopez, L. M., see Rutledge, D. R. 615(1993)111 

Lucas, C., see Bakes, D. M. 615(1993)117 

Ludmir, J., see Alvarez, J.G. 615(1993)142 

Ma, W., see Bitsch, F. 615(1993)273 

Macdonald, F., see Bitsch, F. 615(1993)273 

Makita, M., see Kataoka, H. 615(1993)136 

Makita, M., see Kataoka, H. 615(1993)197 

Mansor, S. M., see Ramanathan, S. 615(1993)303 

McAdams, S. A. and Cordeiro, M. L. 
Simple selected ion monitoring capillary gas 
chromatographic—mass spectrometric method for the 
determination of cotinine in serum, urine and oral 
samples 615(1993)148 

McConnell, J. P. and Anderson, D. J. 
Determination of fibrinogen in plasma by high- 
performance immunoaffinity chromatography 
615(1993)67 

Meier-Augenstein, W., Hoffmann, G. F., Holmes, B., Jones, J. 
L., Nyhan, W. L. and Sweetman, L. 
Use of a thick-film capillary column for the analysis of 
organic acids in body fluids 615(1993)127 

Millart, H., see Trenque, T. 615(1993)343 

Millien, C., see Sinniger, V. 615(1993)215 

Miyai, M., see Yamazaki, T. 615(1993)180 

Morley, J. S., see Lewis, J. R. E. 615(1993)37 

Mosca, A., see Zecca, L. 615(1993)169 

Muller, D., see Sinniger, V. 615(1993)215 

Murone, M., see Grazioli, V. 615(1993)59 

Nair, N. K., see Ramanathan, S. 615(1993)303 

Nakai, H., see Yamazaki, T. 615(1993)180 

Nakai, K., see Kataoka, H. 615(1993)136 

Naumann, S., see Serrano, J. 615(1993)203 

Navaratnam, V., see Ramanathan, S. 615(1993)303 

Ni, D.-R., see Cheng, F.-C. 615(1993)225 

Nieder, M., see Bitsch, F. 615(1993)273 

Nyhan, W. L., see Meier-Augenstein, W. 615(1993)127 

Pagella, P. G., see Zecca, L. 615(1993)169 

Popovic, T., Brzin, J., Ritonja, A., Svetic, B. and Turk, V. 
Rapid affinity chromatographic method for the isolation 
of human cathepsin H 615(1993)243 

Radice, D., see Zecca, L. 615(1993)169 


372 


Ramanathan, S., Nair, N. K., Mansor, S. M. and 
Navaratnam, V. 
Determination of a new antifilarial drug, UMF-058, and 
mebendazole in whole blood by high-performance liquid 
chromatography 615(1993)303 

Ritonja, A., see Popovic, T. 615(1993)243 

Rombo, L., see Bergqvist, Y. 615(1993)297 


Rop, P. P., Grimaldi, F., Bresson, M., Fornaris, M. and Viala, 


A. 
Simultaneous determination of dextromoramide, 
propoxyphene and norpropoxyphene in necropsic whole 
blood by liquid chromatography 615(1993)357 

Rosellé-Catafau, J., see Bioque, G. 615(1993)191 

Rosseel, M. T., Belpaire, F. M., Samijn, N. and Wijnant, P. 
Simultaneous determination of N,N-dimethylformamide, 
N-monomethylformamide and N-hydroxymethyl-N- 
methylformamide in rat plasma by capillary gas 
chromatography 615(1993)154 

Roussel, G., see Cren, H. 615(1993)23 

Rutledge, D. R., Abadi, A. H., Lopez, L. M. and Beaudreau, 
C.A. 
High-performance liquid chromatographic determination 
of diltiazem and two of its metabolites in plasma using a 
short alkyl chain silanol deactivated column 
615(1993)111 

Samijn, N., see Rosseel, M. T. 615(1993)154 

Sarwar, G. and Botting, H. G. 
Evaluation of liquid chromatographic analysis of 
nutritionally important amino acids in food and 
physiological samples (Review) 615(1993)1 

Schellens, J. H. M., Loos, W., Beijnen, J. H., Stoter, G. and 
Verweij, J. 
Sensitive isocratic high-performance liquid 
chromatographic determination of a novel indoloquinone 
cytotoxic drug (EO9) in human plasma and urine 
615(1993)309 

Scherpenisse, P., see Haagsma, N. 615(1993)289 

Seidah, N. G., see Basak, A. 615(1993)251 

Serrano, J., Kuehl, D. W. and Naumann, S. 
Analytical procedures and quality assurance criteria for 
the determination of major and minor deoxynucleosides 
in fish tissue DNA by liquid chromatography-—ultraviolet 
spectroscopy and liquid chromatography—thermospray 
mass spectrometry 615(1993)203 

Shackleton, C. H. L., see Bitsch, F. 615(1993)273 

Sherwood, R. A., see Keating, J. 615(1993)237 

Shih, Y., see Cheng, F.-C. 615(1993)225 

Sinniger, V., Tapon-Bretaudiére, J., Millien, C., Muller, D., 
Jozefonvicz, J. and Fischer, A. M. 
Affinity chromatography of sulphated polysaccharides 
separately fractionated on antithrombin III and heparin 
cofactor II immobilized on concanavalin A-Sepharose 
615(1993)215 

Smilde, A. K., see Steijger,O. M. 615(1993)97 

Steenbaar, J. G., Hajee, C. A. J. and Haagsma, N. 
High-performance liquid chromatographic determination 
of the anthelmintic mebendazole in eel muscle tissue 
615(1993)186 


Author Index 


Steijger, O. M., Lingeman, H., Brinkman, U. A. T., Holthuis, 
J.J. M., Smilde, A. K. and Doornbos, D. A. 
Liquid chromatographic analysis of carboxylic acids using 
N-(4-aminobutyl)-N-ethylisoluminol as chemiluminescent 
iabel: determination of ibuprofen in saliva 615(1993)97 

Stoter, G., see Schellens, J. H. M. 615(1993)309 

Su, P., see Coutts, R. T. 615(1993)265 

Svetic, B., see Popovic, T. 615(1993)243 

Sweetman, L., see Meier-Augenstein, W. 615(1993)127 

Tapon-Bretaudiere, J., see Sinniger, V. 615(1993)215 

Tebbett, I. R., see Wielbo, D. 615(1993)164 

Tepperman, K., see Zhao, Z. 615(1993)83 

Terefe, H. and Blaschke, G. 
Direct determination of the enantiomers of halofantrine 
and its pharmacologically active metabolite N- 
desbutylhalofantrine by high-performance liquid 
chromatography 615(1993)347 

Tillement, J.-P., see Hervé, F. 615(1993)47 

Trenque, T., Lamiable, D., Millart, H., Vistelle, R. and 
Choisy, H. 
Gas chromatographic determination of meprobamate in 
human plasma _ 615(1993)343 

Tsubota, T., see Yamazaki, T. 615(1993)180 

Turk, V., see Popovic, T. 615(1993)243 

Turner, N. D., see Bakes, D. M. 615(1993)117 

Venn, R. F., see Lewis, J. R. E. 615(1993)37 

Verweij, J., see Schellens, J. H. M. 615(1993)309 

Viala, A., see Rop, P. P. 615(1993)357 

Vidyasagar, D., see Wielbo, D. 615(1993)164 

Vistelle, R., see Trenque, T. 615(1993)343 

Wainer, I. W., see Kaliszan, R. 615(1993)281 

Walther, B., see Bakes, D. M. 615(1993)117 

Wielbo, D., Bhat, R., Chari, G., Vidyasagar, D., Tebbett, I. R. 
and Gulati, A. 
High-performance liquid chromatographic determination 
of morphine and its metabolites in plasma using diode- 
array detection 615(1993)164 

Wijnant, P., see Rosseel, M. T. 615(1993)154 

Yamazaki, T., Ishikawa, T., Nakai, H., Miyai, M., Tsubota, 
T. and Asano, K. 
Determination of aspoxicillin in broncho-alveolar lavage 
fluid by high-performance liquid chromatography with 
photolysis and electrochemical detection 615(1993)180 

Yu, H.-Y. and Liau, J.-K. 
Quantitation of propofol in plasma by capillary gas 
chromatography 615(1993)77 

Yuan, X. W., see Basak, A. 615(1993)251 

Zecca, L., Radice, D., Mosca, A. and Pagella, P. G. 
Determination of heptylphysostigmine in plasma by 
high-performance liquid chromatography with 
electrochemical detection 615(1993)169 

Zhao, Z., Tepperman, K., Dorsey, J. G. and Elder, R. C. 
Determination of cisplatin and some possible metabolites 
by ion-pairing chromatography with inductively coupled 
plasma mass spectrometric detection — 615(1993)83 


Journal of Chromatography 


Compound Index 


373 


«,-Acid glycoprotein 

Fractionation of the genetic variants of human «,-acid 
glycoprotein in the native form by chromatography on an 
immobilized copper(II) affinity adsorbent. Heterogeneity of the 
separate variants by isoelectrofocusing and by concanavalin A 
affinity chromatography 615(1993)47 


Amino acids 

Evaluation of liquid chromatographic analysis of nutritionally 
important amino acids in food and physiological samples 
(Review) 615(1993)1 


Amoxicillin 

High-performance liquid chromatographic determination of 
amoxicillin in urine using solid-phase, ion-pair extraction and 
ultraviolet detection 615(1993)91 


Antifilarial drugs 

Determination of a new antifilarial drug, UMF-058, and 
mebendazole in whole blood by high-performance liquid 
chromatography 615(1993)303 


Aspoxicillin 

Determination of aspoxicillin in broncho-alveolar lavage fluid 
by high-performance liquid chromatography with photolysis 
and electrochemical detection 615(1993)180 


Azathioprine 

High-performance liquid chromatographic determination of 
thiopurine metabolites of azathioprine in biological fluids 
615(1993)352 


Carboxylic acids ; 

Liquid chromatographic analysis of carboxylic acids using 
N-(4-aminobutyl)-N-ethylisoluminol as chemiluminescent 
label: determination of ibuprofen in saliva 615(1993)97 


Cardiolipin 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-refiectance 
spectrodensitometry 615(1993)142 


Catecholamines 

Simultaneous measurement of serotonin, catecholamines and 
their metabolites in mouse brain homogenates by high- 
performance liquid chromatography with a microbore column 
and dual electrochemical detection 615(1993)225 


Effect of carbon in-line filters on catecholamine analysis by 
high-performance liquid chromatography with coulometric 
electrochemical detection 615(1993)339 


Cathepsin H 
Rapid affinity chromatographic method for the isolation of 
human cathepsin H 615(1993)243 


Cephalomannine 

Analysis of taxol and related diterpenoids from cell cultures by 
liquid chromatography-—electrospray mass spectrometry 
615(1993)273 


Cephalosporins 

Determination of a new cephalosporin, SCE-2787, in serum 
and urine by high-performance liquid chromatography 
615(1993)174 


Cholesterol 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-reflectance 
spectrodensitometry 615(1993)142 


Cholesteryl palmitate 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-reflectance 
spectrodensitometry 615(1993)142 


Cisplatin 

Determination of cisplatin and some possible metabolites by 
ion-pairing chromatography with inductively coupled plasma 
mass spectrometric detection 615(1993)83 


Codeine 

High-performance liquid chromatographic determination of 
morphine and its metabolites in plasma using diode-array 
detection 615(1993)164 


Cotinine 

Simple selected ion monitoring capillary gas chromatographic— 
mass spectrometric method for the determination of cotinine 
in serum, urine and oral samples 615(1993)148 


10-Deacetylcephalomannine 

Analysis of taxol and related diterpenoids from cell cultures by 
liquid chromatography—electrospray mass spectrometry 
615(1993)273 


Deacetyldiltiazem 

High-performance liquid chromatographic determination of 
diltiazem and two of its metabolites in plasma using a short 
alkyl chain silanol deactivated column 615(1993)111 


10-Deacetyltaxol 

Analysis of taxol and related diterpenoids from cell cultures by 
liquid chromatography-electrospray mass spectrometry 
615(1993)273 


Deoxynucleosides 

Analytical procedures and quality assurance criteria for the 
determination of major and minor deoxynucleosides in fish 
tissue DNA by liquid chromatography—ultraviolet 
spectroscopy and liquid chromatography—thermospray mass 
spectrometry 615(1993)203 


374 


Dermatan sulphate 

Affinity chromatography of sulphated polysaccharides 
separately fractionated on antithrombin III and heparin 
cofactor II immobilized on concanavalin A-Sepharose 
615(1993)215 


N-Desbutylhalofantrine 

Direct determination of the enantiomers of halofantrine and 
its pharmacologically active metabolite N-desbutylhalofantrine 
by high-performance liquid chromatography 615(1993)347 


Desipramine 

Metabolism of imipramine in vitro by isozyme CYP2D6 
expressed in a human cell line, and observations on metabolite 
stability 615(1993)265 


Desmethyldiltiazem 

High-performance liquid chromatographic determination of 
diltiazem and two of its metabolites in plasma using a short 
alkyl chain silanol deactivated column 615(1993)I111 


Dextromoramide 

Simultaneous determination of dextromoramide, 
propoxyphene and norpropoxyphene in necropsic whole blood 
by liquid chromatography 615(1993)357 


Diazepam 

Simplified method for simultaneous determination of diazepam 
and its metabolites in urine by thin-layer chromatography and 
direct densitometry 615(1993)365 


Dihydroxybenzylamine 

Effect of carbon in-line filters on catecholamine analysis by 
high-performance liquid chromatography with coulometric 
electrochemical detection 615(1993)339 


Dihydroxyphenylacetic acid 

Effect of carbon in-line filters on catecholamine analysis by 
high-performance liquid chromatography with coulometric 
electrochemical detection 615(1993)339 


Diltiazem 

High-performance liquid chromatographic determination of 
diltiazem and two of its metabolites in plasma using a short 
alkyl chain silanol deactivated column 615(1993)111 


N,N-Dimethylformamide 

Simultaneous determination of N,N-dimethylformamide, 
N-monomethylformamide and N-hydroxymethyl-N- 
methylformamide in rat plasma by capillary gas 
chromatography 615(1993)154 


Diterpenoids 

Analysis of taxol and related diterpenoids from cell cultures by 
liquid chromatography-electrospray mass spectrometry 
615(1993)273 


DNA 

Analytical procedures and quality assurance criteria for the 
determination of major and minor deoxynucleosides in fish 
tissue DNA by liquid chromatography-ultraviolet 
spectroscopy and liquid chromatography-thermospray mass 
spectrometry 615(1993)203 


Compound Index 


Dopamine 

Effect of carbon in-line filters on catecholamine analysis by 
high-performance liquid chromatography with coulometric 
electrochemical detection 615(1993)339 


B-Endorphin 28-31 

Analysis of human f-endorphin 28-31 (melanotropin 
potentiating factor) and analogues by high-performance liquid 
chromatography of their 9-fluorenylmethoxycarbonyl 
derivatives 615(1993)37 


EO9 

Sensitive isocratic high-performance liquid chromatographic 
determination of a novel indoloquinone cytotoxic drug (EO9) 
in human plasma and urine 615(1993)309 


Estrogen receptors 

Use of automated smoothing and deconvolution procedures 
for the determination of human breast cancer estrogen and 
progesterone receptor isoforms, after high-performance size- 
exclusion chromatography 615(1993)23 


Fatty acid methyl esters 

Long-chain fatty acids esterified by action of alkyl 
chloroformates and analysed by capillary gas 
chromatography 615(1993)334 


Fibrinogen 
Determination of fibrinogen in plasma by high-performance 
immunoaffinity chromatography 615(1993)67 


Fucan 

Affinity chromatography of sulphated polysaccharides 
separately fractionated on antithrombin III and heparin 
cofactor II immobilized on concanavalin A-Sepharose 
615(1993)215 


Halofantrine 

Direct determination of the enantiomers of halofantrine and 
its pharmacologically active metabolite N-desbutylhalofantrine 
by high-performance liquid chromatography 615(1993)347 


Heparin 

Affinity chromatography of sulphated polysaccharides 
separately fractionated on antithrombin III and heparin 
cofactor II immobilized on concanavalin A-Sepharose 
615(1993)215 


Heptylphysostigmine 

Determination of heptylphysostigmine in plasma by high- 
performance liquid chromatography with electrochemical 
detection 615(1993)169 


2-Hydroxydesipramine 

Metabolism of imipramine in vitro by isozyme CYP2D6 
expressed in a human cell line, and observations on metabolite 
stability 615(1993)265 


2-Hydroxyimipramine 

Metabolism of imipramine in vitro by isozyme CYP2D6 
expressed in a human cell line, and observations on metabolite 
stability 615(1993)265 


Compound Index 


Hydroxylysine glycosides 

High-performance liquid chromatographic method for 
measuring hydroxylysine glycosides and their ratio in urine as 
a possible marker of human bone collagen breakdown 
615(1993)59 


N-Hydroxymethyl-N-methylformamide 

Simultaneous determination of N,N-dimethylformamide, 
N-monomethylformamide and N-hydroxymethyl-N- 
methylformamide in rat plasma by capillary gas 
chromatography 615(1993)154 


5-Hydroxytryptamine 

Measurement of plasma serotonin by high-performance liquid 
chromatography with electrochemical detection as an index of 
the in vivo activity of fluvoxamine 615(1993)237 


Ibuprofen 

Liquid chromatographic analysis of carboxylic acids using 
N-(4-aminobutyl)-N-ethylisoluminol as chemiluminescent 
label: determination of ibuprofen in saliva 615(1993)97 


Imipramine 

Metabolism of imipramine in vitro by isozyme CYP2D6 
expressed in a human cell line, and observations on metabolite 
stability 615(1993)265 


Indoloquinone cytotoxic drug 

Sensitive isocratic high-performance liquid chromatographic 
determination of a novel indoloquinone cytotoxic drug (EO9) 
in human plasma and urine 615(1993)309 


Kallikrein 


Synthesis of the segment (11-23) located in the first tandem 
repeat of plasma kallikrein: comparative binding studies of this 
and another segment (328-343) to high-molecular-mass 
kininogen 615(1993)251 


Kininogen 

Synthesis of the segment (11-23) located in the first tandem 
repeat of plasma kallikrein: comparative binding studies of this 
and another segment (328-343) to high-molecular-mass 
kininogen 615(1993)251 


Lipids, amniotic fluid 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-reflectance 
spectrodensitometry 615(1993)142 


Lipoic acid 

Analysis of lipoic acid in biological samples by gas 
chromatography with flame photometric detection 
615(1993)197 


Mebendazole 

High-performance liquid chromatographic determination of 
the anthelmintic mebendazole in eel muscle tissue 
615(1993)186 


Mebendazole 

Determination of a new antifilarial drug, UMF-058, and 
mebendazole in whole blood by high-performance liquid 
chromatography 615(1993)303 


Mefloquine 

High-performance liquid chromatographic method for the 
simultaneous determination of mefloquine and its carboxylic 
metabolite in 100-1 capillary blood samples dried on paper 
615(1993)297 


Melanin 

Prediction of drug binding to melanin using a melanin-based 
high-performance liquid chromatographic stationary phase 
and chemometric analysis of the chromatographic data 
615(1993)281 


Meprobamate 
Gas chromatographic determination of meprobamate in 
human plasma _ 615(1993)343 


6-Mercaptopurine 

High-performance liquid chromatographic determination of 
thiopurine metabolites of azathioprine in biological fluids 
615(1993)352 


N-Monomethylformamide 

Simultaneous determination of N,N-dimethylformamide, 
N-monomethylformamide and N-hydroxymethyl-N- 
methylformamide in rat plasma by capillary gas 
chromatography 615(1993)154 


Morphine 

High-performance liquid chromatographic determination of 
morphine and its metabolites in plasma using diode-array 
detection 615(1993)164 


Morphine glucuronides 

High-performance liquid chromatographic determination of 
morphine and its metabolites in plasma using diode-array 
detection 615(1993)164 


N-Phenyllinoleamide 
Metabolism of N-phenyllinoleamide by rat liver 615(1993)191 


Noradrenaline 

Effect of carbon in-line filters on catecholamine analysis by 
high-performance liquid chromatography with coulometric 
electrochemical detection 615(1993)339 


Norpropoxyphene 

Simultaneous determination of dextromoramide, 
propoxyphene and norpropoxyphene in necropsic whole blood 
by liquid chromatography 615(1993)357 


Organic acids 
Use of a thick-film capillary column for the analysis of organic 


acids in body fluids 615(1993)127 


Organic base drugs 

Prediction of drug binding to melanin using a melanin-based 
high-performance liquid chromatographic stationary phase 
and chemometric analysis of the chromatographic data 
615(1993)281 


Phosphatidylcholine 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-reflectance 
spectrodensitometry 615(1993)142 


376 


Phosphatidylethanolamine 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-reflectance 
spectrodensitometry 615(1993)142 


Phosphatidylglycerol 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-reflectance 
spectrodensitometry 615(1993)142 


Phosphatidylinositol 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-reflectance 
spectrodensitometry 615(1993)142 


O-Phosphoamino acids 
Identification of O-phosphoamino acids in urine hydrolysate 
by gas chromatography—mass spectrometry 615(1993)136 


O-Phosphoserine 
Identification of O-phosphoamino acids in urine hydrolysate 
by gas chromatography—mass spectrometry 615(1993)136 


O-Phosphothreonine 
Identification of O-phosphoamino acids in urine hydrolysate 
by gas chromatography—mass spectrometry 615(1993)136 


O-Phosphotyrosine 
Identification of O-phosphoamino acids in urine hydrolysate 
by gas chromatography—mass spectrometry 615(1993)136 


Polysaccharides, sulphated 

Affinity chromatography of sulphated polysaccharides 
separately fractionated on antithrombin III and heparin 
cofactor II immobilized on concanavalin A-Sepharose 
615(1993)215 


Progesterone receptors 

Use of automated smoothing and deconvolution procedures 
for the determination of human breast cancer estrogen and 
progesterone receptor isoforms, after high-performance size- 
exclusion chromatography 615(1993)23 


Propofol 
Quantitation of propofol in plasma by capillary gas 
chromatography 615(1993)77 


Propoxyphene 

Simultaneous determination of dextromoramide, 
propoxyphene and norpropoxyphene in necropsic whole blood 
by liquid chromatography 615(1993)357 


S9788 

Method for the analysis of $9788, a drug to reverse resistance 
to anticancer agents, in animal plasma and human plasma and 
serum by high-performance liquid chromatography with 
ultraviolet detection 615(1993)117 


SCE-2787 

Determination of a new cephalosporin, SCE-2787, in serum 
and urine by high-performance liquid chromatography 
615(1993)174 


Compound Index 


Serotonin 

Simultaneous measurement of serotonin, catecholamines and 
their metabolites in mouse brain homogenates by high- 
performance liquid chromatography with a microbore column 
and dual electrochemical detection 615(1993)225 


Measurement of plasma serotonin by high-performance liquid 
chromatography with electrochemical detection as an index of 
the in vivo activity of fluvoxamine 615(1993)237 


Spectinomycin 

High-performance liquid chromatographic determination of 
spectinomycin in swine, calf and chicken plasma 
615(1993)289 


Sphingomyelin 

Semiautomated multisample analysis of amniotic fluid lipids 
by high-performance thin-layer chromatography-reflectance 
spectrodensitometry 615(1993)142 


Sulphated polysaccharides 

Affinity chromatography of sulphated polysaccharides 
separately fractionated on antithrombin III and heparin 
cofactor II immobilized on concanavalin A-Sepharose 
615(1993)215 


Taxanes 

Analysis of taxol and related diterpenoids from cell cultures by 
liquid chromatography-electrospray mass spectrometry 
615(1993)273 


Taxol 

Analysis of taxol and related diterpenoids from cell cultures by 
liquid chromatography-electrospray mass spectrometry 
615(1993)273 


Theophylline 

Pharmacokinetic studies using micellar electrokinetic capillary 
chromatography with in vivo capillary ultrafiltration probes 
615(1993)327 


6-Thioguanine 

High-performance liquid chromatographic determination of 
thiopurine metabolites of azathioprine in biological fluids 
615(1993)352 


6-Thiouric acid 

High-performance liquid chromatographic determination of 
thiopurine metabolites of azathioprine in biological fluids 
615(1993)352 


UMEF-058 

Determination of a new antifilarial drug, UMF-058, and 
mebendazole in whole blood by high-performance liquid 
chromatography 615(1993)303 


Warfarin 
Enantioselective assay of warfarin in blood plasma by liquid 
chromatography on Chiralcel OC 615(1993)159 


Separation and determination of warfarin enantiomers in 
human plasma samples by capillary zone electrophoresis using 
a methylated /-cyclodextrin-containing electrolyte 
615(1993)317 


